






































Two of the world’s 


truly fine 35mm cameras 




























































































































































































































































































Argus C4 Camera, only $84.50 
Genuine Leather Case $8.35 
Flash Unit $8.25 

Camera, Case and Flash complete $99.50 
Argus L44 Light Meter, extra 


Argus C°-4—the fine camera that makes wondertul color slides 


wonderfully easy to take 


The C4 has precision features engineered to match the most 
exacting photographic requirements. Yet with its Color-matic 
settings, it is so easy to operate that anyone in the family can 
take excellent photographs as easily as with the simplest-type 
camera. 

The critically sharp, 50mm, f:2.8 Argus Cintar lens is a fast, 
coated and color-corrected anastigmat. You'll take beautiful, 
true-color slides and crisp black-and-whites, even in failing light. 
Lens-coupled rangefinder is combined with a big, picture-window 
viewfinder. You can compose and focus at the same time and 


the lens automatically adjusts to your rangefinder setting. 
Lens settings from f:22 and super-accurate shutter speeds 
from 1/10 to 1/300 give the C4 a range of versatility suitable 
for any picture-taking condition. Shutter and film wind are com- 
bined to prevent accidental double exposure. Synchronization 
is built-in at every shutter speed for popular flash lamps and for 
electronic flash unit. 

Accessory shoe on top of camera accepts Argus L44 clip-on 
Light Meter and has electrical contact built in for mounting C4 
lock-on Flash Unit. 












































Argus C44 Camera, only $99.50 

Genuine Palomino Cowhide Carrying Case $10.00 
Flash Unit $8.25 

Camera, Case and Flash complete $117.00 


Accessory Lenses, Flash Extension Bracket and Variable Power Viewfinder, extra 


Argus C°44—the distinguished new leader among fine 35mm cameras 


The luxury look of this great new Argus tells you at first glance 
it’s the world’s finest 35mm camera value. 

The C44 features the all-new, four-element, 50mm, f:2.8 Argus 
Cintagon—a lens of outstanding quality. Ground from the finest 
optical glass known and precision-crafted to extremely close 
tolerance, the new C44 lens gives your pictures remarkable 
depth of color with unusual clarity and contrast. 

The C44 features new bayonet-type lens interchangeability. 
With its revolutionary new type of mount, the standard lens can 
be quickly removed with a simple twist of the wrist. Another 


twist instantly attaches either of the accessory Cintagon lenses 
—the 100mm telephoto or the 35mm wide angle—and couples 
them directly to the rangefinder. 

Color-matic settings make picture-taking a simple matter of 
matching color markers. Combined rangefinder-viewfinder for 
quick, precise focusing and composing. Shutter speeds to 1/300 
second; click-stop lens settings from f:22. Built-in filter retainer 
requires no adapter ring. Accessory clip on top of camera permits 
quick mounting of Argus Variable Power Viewfinder, L44 Light 
Meter, or C44 Flash Unit. 







50mm, f:2.8 Argus Cintagon 
Standard equipment on C44 Camera 


An all-purpose lens to handle a wide variety of picture-taking situation 


35mm, f:4.5 Argus Cintagon only $56.50 
Case $4.95 


A Wide Angle Lens to give you 87% more picture area—for panoramic scenes. 


100mm, f:3.5 Argus Cintagon only $59.50 
Case $4.95 


A Telephoto Lens to bring subject 50% nearer—for close-ups from far awa 


a 








C-44 interchangeable lenses 


These three new Argus Cintagon lenses for your C44 
camera provide the correct focal length for every pic- 
ture possibility. All three feature precision bayonet 
mounts like those of the world’s most expensive cam- 
eras. All are four-element, hard-coated, color-corrected 
anastigmats to assure you professionally sharp black- 
and-white prints or brilliant color slides. 

Each of the three jewel-like mounts automatically 
couples to the rangefinder, provides smooth, helical 
focusing. Each has an easy-to-read depth-of-field 
scale, “click stop” aperture settings, the Argus Color- 
matic system of “‘universal” settings for simplified 
exposure adjustments. Built-in lens hoods protect the 
lenses from the direct rays of the sun and double as 
retaining rings for filters. 

You can change to the appropriate lens in seconds to 
get the very best from every picture opportunity. 

















Argus Variable Power Viewfinder 


A revolutionary new type of viewfinder, spe- 
cially designed for use with Argus inter- 
changeable lenses; clips to the accessory shoe 
atop your C44. The control knob on this unique, 
precision optical system gives you a selection 
of three magnifications in field of view which 
correspond to the areas actually “seen” by 
your 35mm wide angle, 50mm standard, or 
100mm telephoto lenses; eliminates confusing 
masking lines found on many viewfinders. 
Finger-tip parallax adjustment insures accu- 
rate framing. 


with genuine leather case, only $14.50 








Argus L°44 Exposure Meter 


Clips right on top of camera for direct readings 
at a glance. Meter has a wide ASA film speed 
range from 2.5 to 1000, shutter speed range 
from 1/1000th to 120 seconds, and f:stop 
range from f:1.4 to f:22. 

complete with Palomino Leather Case, only $17.50 
For extra sensitivity when available light is 
very dim, Argus L44 Booster Cell plugs right 


into Meter. 
complete with Palomino Leather Case, only $7.50 
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